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It is to be noted investigation has established the 6.5 
M/M Mannlicher-Carcano cartridge cases found in the Texas School 
Book Depository building, Dallas, Texas, were manufactured by 
Western Cartridge Company /"S^st Alton, Illinois . The Western 
Cartridge Cbjapa^TEasaSvIse’d it m^vafactarad four million rounds 
of this ammunition in 1954. 
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